It's a 





Tact + «% 


that most of the foot trouble caused by 
shoes that are shaped wrong and 
don’t fit sas 


can be spared by changing to shoes that 
are Suited to the wearer's feet, 


You will have a most revealing experi- 
ence in how to have foot comfort, if 
you will visit our Store, 


Just bring this card with you for a 
Fitting and walking test in Health 
Spot Shoes in our Store .- + 
without obligation, 


oorGe Yours for FOOT comfort 


HEALTH SPOT SHOE SHOP 
2934 Colby Ave. 
EVERETT, WASHINGTON 
Fhone Main 11-14 
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This scientific way of approaching the problem of poorly-fitted shoes 
eliminates guesswork. Now you can see for yourself! 


